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Inspection Dwg: D3901 


FIRST ARTICLE INSPECTION CHECKLIST 


Drawin Actual 
a Tolerance f s Accept | Reject meo a Comments 
Dimension | Dimension nspection 


0.50 +/-0.030 


4.00 +/-0.030 
16.00 +/-0.030 
31.00 +/-0.030 | — 
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66.87 +/-0.030 
0.25 +/-0.030 a ay 
45.62 +/-0.030 
51.12 +/-0.030 
62.75 +/-0.030 
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